ANDREWS INTL / HBID INCIDENT REPORT/LOG 


FOOT BEAT F-B-5 


DATE 


OFFICER 1 
OFFICER 2 


02-24-15 
C. MOONEY # 124 
P. GONZALES # 106 


SUPERVISOR. REYES 


R 
1200 


1245/12 
55 


1310/13 
20 


1335/13 
45 


1350/14 
10 


1430/14 
40 


1440/14 
55 


1450/15 
10 


1535/15 
45 


1600/16 
30 
1645/17 
10 


BRIEFING; ALL EQUIPMENT CHECKED OT OK. 


BUSINESS CHECK AT 1810 CAHUENGA ( THE 711 
STORE ). WE SPOKE TO EMPLOYEE BRALLIO. ALL 
CHECKED OK. 


RADIO CALL AT 6609 HOLLYWOOD BLVD. REGARDING A 
415 SUBJECT SITTING IN FRONT OF THE LOCATION. HE 
LEFT WITHOUT INCIDENT. 


RADIO CALL AR 1747 CAHUENGA ( CVS ) REGARDING A 
415 SUBJECT REFUSING TO LEAVE. WE MADE CONTACT 
WITH THE R/P AND THE SUBJECT. HE LEFT WITHOUT 
INCIDENT. 


RADIO CALL AT 5850 HOLLYWOOD BLVD. ( MY FRIENDS 
PLACE ) REGARDING SEVERAL 415 SUBJECTS REFUSING 
TO LEAVE. 


CONTACT/ASSISTED A FEMALE AT 1660 IVAR. WE 
NOTIFIED IFD. THEY ASSISTED HER AND SHE WENT ON 
HER WAY. 


RADIO CALL AT 5850 HOLLYWOOD BLVD. ( RECALL ) 
REGARDING SEVERAL 415 SUBJECTS HAS RETURNED. 
THEY WERE GOA. 


BUSINESS CHECK AT 1810 CAHUENGA ( THE 711 
STORE ). WE SPOKE TO EMPLOYEE BRALLIO. ALL 
CHECKED OK. 


BUSINESS CHECK AT 1123 VINE STREET ( PEOPLE HAIR 
SALON ). WE SPOKE TO THE OWNER JULIA. ALL CHECKED 
OK. 

CODE-7 


BUSINESS CHECK AT 1600 VINE STREET ( WELLS FARGO 
BANK ), WE SPOKE TO MANAGER ERIC. ALL CHECKED OK. 
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1745/11 
750 


1800/18 
35 
1850/19 
05 


2000/20 
10 


2030 


EXTRA PATROL AT 1123 VINE STREET (THE BOXING 
GYM PARKING LOT. THERE WERE NO LAMC VIOLATIONS 
AT THIS TIME. 


OFFICE; UPDATED LOG INPUT. 


BUSINESS CHECK AT 1820 CAHUENGA ( LAUNDRY LAND 
). WE SPOKE TO EMPLOYEE MADIA. THERE WERE NO 
ISSUES AT THIS TIME. 


EXTRA PATROL AT 6801 HOLLYWOOD BLVD. (THE H & H 
PARKING STRUCTURE ). WE CHECKED SEVERAL LEVELS 
FOR LAMC VIOLATIONS. NONE NOTED. 


END OF WATCH; ALL EQUIPMENT RETURNED IN GOOD 
WORKING ORDER. 
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